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Hickory.  N.  C. 


WHOLESALE  TRADE  LIST 

FALL  1 927 


SHRUBS.  EVERGREENS.  SHADE  TREES.  PEACH. 
PLUM.  PEAR.  CHERRY.  GRAPE 


Usual  Terms:  Net  Dec.  1 to  well  rated  concerns.  5%  Cash-with- 
order  discount.  Boxing  extra,. 
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FLOWERING  SHRUBS 


Acer  palmatum 

20  3 to  4 ft 

50  4 to  5 ft.  ...  

Amorphoa  fruticosa 

100  3 to  4 ft.  

Buddleia 

300  2-yr 

Callicarpa  purpurea 

200  iy2  to  2 ft 

300  2 to  3 ft.  

Caragana  arborescens 

140  iy2  to  2 ft.  

Caryopteris  mastacanthus 

500  11/2  to  2 ft 

Cercis  canadensis 

100  2 to  3 ft.  

200  3 to  4 ft.  

50  4 to  5 ft 

50  5 to  6 ft 

Deutzia  crenata  .. 

100  2 to  3 ft 

250  3 to  4 ft 

800  4 to  5 ft.  

Deutzia  fortunei 

100  2 to  3 ft 

250  3 to  4 ft 

650  4 to  5 ft.  

Deutzia  gracilis 

200  15  to  18  in.  


Each  rates  in  lots  of 


10 

100 

1000 

.40 

.35 

.50 

.40 

.25 

.20 

.20 

.15 

.12 

.15 

.13 

.20 

.15 

.15 

.13 

.20 

.15 

.12 

.25 

.20 

.35 

.30 

.45 

.40 

.60 

.50 

.15 

.20 

.15 

.25 

.20 

.15 

.15 

.20 

.15 

.25 

.20 

.15 

.25 

.20 
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Deutzia  lemoine  .. 


400  2 to  3 ft.  

.25 

.20 

Deutzia  scabra,  Pride  of  Rochester 

3500  3 to  4 ft.  

.20 

.15 

.10 

1500  4 to  5 ft 

.25 

.20 

.12 

Euonymus  alatus 

200  2 to  3 ft.  .... 

.35 

.30 

Forsythia  intermedia 

100  3 to  4 ft 

Forsythia  suspensa 

300  2 to  3 ft.  

250  3 to  4 ft.  

.25 

.15 

.20 

.15 

Forsythia  suspensa  fortunei 

300  2 to  3 ft 

.15 

.12 

450  3 to  4 ft.  

.20 

.17 

.15 

Hibiscus  syriacus,  Ardens.  Double  Purple 

400  2 to  3 ft.  

.20 

.17 

Hibiscus  syriacus,  Boule  de  Feu.  Double  Red 
800  2 to  3 ft 

.15 

.12 

.09 

400  3 to  4 ft.  

.20 

.15 

.12 

200  4 to  5 ft 

.25 

.20 

.18 

Hibiscus,  Duchess  de  Brabant.  Double 

Pink 

400  2 to  3 ft 

.20 

.17 

.15 

Hibiscus  syriacus,  Lady  Stanley.  Semi- 
double ; light  pink 

200  2 to  3 ft 

.20 

.17 

Hibiscus  syriacus,  peonaeflorus.  Double 
light  pink 

300  2 to  3 ft 

.20 

.17 

Hibiscus  syriacus,  rubis.  Single  red 

100  2 to  3 ft.  

.30 

.25 

Hibiscus  svriacus,  totus  albus 

150  2 to  3 ft 

.20 

.15 

Hydrangea  paniculata  grandiflora 

2500  1%  to  2 ft 

1200  2 to  3 ft.  


.20 

.25 


.15 

.20 


.12 

.18 
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300  2 to  3 ft 

.15 

.12 

600  3 to  4 ft.  

.20 

.15 

.10 

400  4 to  5 ft.  

.......  .25 

.20 

.15 

Lonicera  morrowi 

400  2 to  S ft 

15 

400  3 to  4 ft.  

.......  .20 

.15 

.10 

250  4 to  5 ft.  

25 

.20 

.15 

Lonicera  ruprechtiana 

250  2 to  3 ft 

15 

.12 

.10 

Lonicera  tatarica  alba 

200  3 to  4 ft 

.20 

.15 

.10 

Philadelphia  coronarius 

400  2 to  3 ft 

15 

1000  3 to  4 ft.  

......  .20 

.15 

.10 

400  4 to  5 ft.  

.25 

.20 

.15 

Philadelphia  coronarius  grandiflora 

400  3 to  4 ft 

.......  .20 

.18 

.15 

400  4 to  5 ft.  

.......  .25 

.20 

.18 

Philadelphus  coronarius  henryi 

200  2 to  3 ft 

.......  .20 

.18 

.15 

50  3 to  4 ft 

......  .25 

.20 

Philadelphus  nivalis 

200  2 to  3 ft.  . 

.......  .20 

.15 

300  3 to  4 ft 

25 

.20 

Rosa  rugosa  rubra 

600  2 to  3 ft.  

- .20 

.18 

.15 

400  3 to  4 ft.  

25 

.22 

.20 

Caryopteris  mas.  and  Spiraea  thunbergi 
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Salix  caprea 

50  2 to  3 ft 

50  3 to  4 ft.  

50  4 to  5 ft 

Spiraea  anthony  waterer 

1000  15  to  18  in.  

250  2 to  2i/2  ft 

Spiraea  arguta 

3000  2 to  3 ft.  

3000  3 to  4 ft 

Spiraea  prunifolia  fl.  pi. 

200  3 to  4 ft 

Spiraea  Reevesiana 

200  2 to  3 ft 

700  3 to  4 ft 

Spiraea  reevesiana  fl.  pi. 

200  2 to  3 ft.  

300  3 to  4 ft 

Spiraea  thunbergi.  (See  Cut) 

2000  234  pots  

5000  15  to  18  in 

3000  iy2  to  2 ft 

2000  2 to  21/2  ft 

Spiraea  vanhoutei 

3000  3 to  4 ft 

300  4 to  5 ft 

Symphoricarpus  molle 

150  2 to  3 ft 

Symphoricarpus  racemosus 

150  2 to  3 ft 

Symphoricarpus  vulgaris 

100  2 to  3 ft 

150  3 to  4 ft.  

Weigela  nana  variegata 

400  3 to  4 ft 

Weigela  rosea 

500  3 to  4 ft 

150  4 to  5 ft 

Weigela  vanhoutei 

700  3 to  4 ft 

100  4 to  5 ft.  


.25 

.30 

.35 

.20 

.18 

.15 

.25 

.22 

.20 

.15 

.10 

.08 

.20 

.15 

.10 

.30 

.25 

.15 

.13 

.20 

.15 

.12 

.20 

.18 

.25 

.22 

.05 

.15 

.12 

.10 

.20 

,18 

.15 

.25 

.20 

.17 

.18 

.16 

.14 

.25 

.20 

.20 

.17 

.20 

.17 

.15 

.12 

.20 

.15 

.30 

.25 

.25 

.20 

.17 

.30 

.25 

.25 

.20 

.15 

.30 

.25 

0 

All  are  heavily  branched,  plenty  of  room  in  the  rows.  The  1000 
rates  are  give-away  prices,  but  they  are  in  a block  that  we  want  to 
clear  by  next  spring. 


Trustworthy 
Trees  & Plants) 


Members 

American  Association 

a...  OF  NURSERYMEN 

Southern  Nurserymen's  Asso. 
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BROAD-LEAVED  EVERGREENS 


Abelia  grandiflora  10  100 

1000  2 to  3 ft.  puddled  .. . .45  .40 

1500  3 to  4 ft.  puddled  .65  .60 

Aucuba  jap.  aurea  maculata 

500  10  to  12  in.  from  beds  .25 


Azalea  Beds 


Azalea  amoena 

500  4 to  6 in.  puddled .35 

700  6 to  8 in.  puddled .50 

100  10  to  12  in.  1.00 

100  12  to  15  in 1.25 

Azalea  hinodigiri 

1500  2%  in.  pots  ($150  M)  .20 

1500  3 in.  pots  ($300  M)  .35 

1500  8 to  10  in.  puddled  ($500  M)  .65 

750  10  to  12  in.  1.00  .90 

100  12  to  15  in.  1.50  1.35 

Azalea  macranthus 

300  21/4  in.  pots  .25 

700  4 to  6 in.  puddled .40 

500  10  to  12  in ...  1.00  .90 

250  10  to  12  in 1.40  1.25 

Crataegus  pyracantha  lalandi 

400  12  to  15  in.  puddled  .50 

75  li/2  to  2 ft .75  .65 

150  2 to  3 ft.  1.00  .85 

50  3 to  31/2  ft.  1.50  1.35 

Eleagnus  reflexa 

100  6 to  8 in.  puddled  .10 

1200  8 to  12  in.  puddled .15 

500  12  to  15  in.  puddled .30 

100  15  to  18  in.  puddled  .40 

150  IV2  to  2 ft.  .75  .70 

200  2 to  3 ft 1.25  1.15 

150  3 to  4 ft.  1.50  1.40 
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Euonymus  carrieri  Each  10 

100  15  to  18  in.  .50 

100  iy2  to  2 ft .60 

Euonymus  sieboldi 

300  ll/2  to  2 ft.  .90 

60  2 to  21/2  ft.  1.00 

75  21/2  to  3 ft.  1.25 

Ilex  crenata 

100  11/2  to  2 ft.  1.50 

200  2 to  2%  ft 1.75 

Jasminum  fruticosa 

1000  6 to  8 in.  puddled  

Ligustrum  jap.  lucidum 

500  2 to  2 y2  ft 1.85 

100  21/2  to  3 ft 2.25 

Ligustrum  nepalense 

150  2 to  21/2  ft 1.50 

250  21/2  to  3 ft.  1.75 

Lonicera  pileata 

250  12  to  15  in.  spread .60 

200  15  to  18  in.  spread  .85 

Mahonia  japonicum.  (See  Cut.) 

125  15  to  18  in .75 

150  11/2  to  2 ft 1.10 

125  2 to  21/2  ft - 1.35 

25  21/2  to  3 ft.  2.00 

Magnolia  grandiflora 

50  3 to  4 ft.  B & B 1.75  1.65 

50  4 to  5 ft.  B & B 2.00  1.85 

25  5 to  6 ft.  B & B 2.50 

10  6 to  7 ft.  B & B 3.00 


100 


1.40 

1.50 


.10 

1.75 

2.00 


1.40 

1.65 


.50 

.75 


.65 

1.00 

1.25 

1.75 


Nandina  domestica 

1500  10  to  12  in.  single  stems  .60  .50 

1500  114  to  2 ft.  single  stems .85  .75 
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CONIFEROUS  EVERGREENS 


Our  Evergreens  are  pruned  consistently  throughout  the  summer  and  are  now  in 
nice  shape  ready  for  immediate  use  in  landscape  work.  Even  the  Chinese  Arbor- 
vitaes  (Thuja  orientalis)  have  been  several  times  pruned  and  are  therefore  com- 
pact. 

All  evergreens  are  B & B unless  in  pots  or  puddled.  We  have  designated  the 
ones  that  we  think  will  go  through  in  good  shape  a reasonable  distance  simply  by 


puddling  in  stiff  clay. 

This  applies  to  both  conifers  and  broad-leaved. 

10  100 

Juniper  us  excelsa  stricta 

100  15  to  18  in.  1.25 

Juniperus  com.  hibernica 

500  12  to  15  in .50 

Juniperus  pfitzeriana 

3000  3-inch  pots  ($150  M)  .17 

200  li/2  to  2 ft.  spread 2.00  1.75 

500  15  to  18  in.  spread  1.25  1.00 

Juniperus  nana 

260  8 to  12  in.  spread,  puddled  .50  .40 

125  12  to  15  in.  spread  .75 

Juniperus  nana  prostrata 

130  15  to  18  in.  spread  1.25 

170  iy2  to  2 ft.  spread  1.50 

65  2 to  2 y2  ft.  spread  2.00 

Juniperus  sabina 

1000  8 to  12  in.  puddled  .50 

200  12  to  15  in.  .85 

Juniperus  japonica  sylvestris 

50  2 to  21/2  ft 2.50 

.25  2 1/2  to  3 ft.  3.00 

Retinospora  plumosa 

2000  214  in.  pots  ($100  M)  .12 

300  12  to  15  in .75  .65 
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Retinospora  plumosa  aurea 


300  4 to  8 in.  puddled  

.25 

400  12  to  15  in.  

.85 

.75 

Thuja  occidentalis 

200  12  to  18  in.  puddled  

.60 

.50 

50  2 to  2V?  ft 

1.50 

1.25 

50  21/2  to  3 ft.  

1.75 

1.50 

50  3 to  31/2  ft 

2.50 

2.00 

Thuja  oc.  compacta 

200  6 to  8 in.  puddled 

.25 

Thuja  oc.  conica  densa 

1000  8 to  12  in.  puddled  

.50 

.40 

200  12  to  15  in.  puddled  

.75 

.60 

200  15  to  18  in.  

.90 

.80 

Thuja  oc.  ellwangeriana 

500  4 to  6 in.  puddled 

.10 

500  6 to  8 in.  puddled 

.13 

500  8 to  12  in.  puddled 

.16 

150  12  to  15  in 

.75 

.65 

75  IV9  to  2 ft.  

1.25 

1.10 

Thuja  oc.  filicoides 

200  12  to  15  in 

1.10 

1.00 

Thuja  oc.  globosa 

4000  4 to  6 in.  puddled  

.10 

500  6 to  8 in.  puddled  

.20 

2000  8 to  12  in.  puddled  

.35 

.30 

1000  12  to  15  in.  puddled  

.50 

.45 

100  15  to  18  in 

.90 

.80 

200  1V2  to  2 ft.  

1.50 

1.25 

Thuja  oc.  hoveyi 

2500  4 to  6 in.  puddled  

.10 

400  8 to  12  in.  puddled  

.30 

400  12  to  15  in.  puddled  

.50 

.45 

250  15  to  18  in 

.80 

.70 

75  11/2  to  2 ft 

1.35 

1.25 

40  2 to  21/9  ft 

25  21/7  to  3 ft 

1.75 

2.00 

1.50 

Thuja  oc.  pyramidalis 

2500  214  in.  pots 

.10 

500  4 to  6 in.  puddled  

.15 

1000  10  to  12  in.  puddled  

.50 

500  12  to  18  in.  

1.00 

.85 

250  11/9  to  2 ft.  

1.25 

1.15 

250  2 to  21/7  ft 

1.75 

1.50 

150  21/7  to  3 ft.  

2.25 

2.00 

100  3 to  31/2  ft 

3.00 

2.75 

Thuja  oc.  wareana 

100  2 to  21/9  ft 

2.25 

2.00 

Thuja  orientalis 

300  iy2  to  2 ft 

.75 

.65 

600  2 to  21/2  ft 

1.00 

.90 

300  21/2  to  3 ft.  

1.35 

1.20 

Thuja  ori.  aurea  nana 

100  12  to  15  in 

100  15  to  18  in 

1.00 

1.25 
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PEACH  TREES,  1 Year 


100 

2 to  3 ft.,  5/16  in.  6.00 

3 to  4 ft.,  7/16  in.  . 7.50 

4 to  5 ft.,  9/16  in.  10.00 


Arp  

Augbert  .. 

Brackett  

Belle  Georgia  ... 

Carman  

Chinese  Cling 
Champion  ....... 

Elberta  

Early  Rose 

Greensboro  .... 
Greenville  Cl 
Heath  Cling  .... 

Hiley  

J.  H.  Hale 

Late  Crawford 

Mayflower  

Matthews  

Red  Bird  

Salway  

Slappey  

Stinson  

Victor  

Wonderful  

Yellow  Swan  ... 


2-3  ft. 

3-4  ft. 

5/16 

7/16 

800 

300 

200 

1000 

300 

300 

200 

6000 

4000 

200 

150 

200 

200 

100 

250 

200 

200 

150 

600 

150 

250 

400 

250 

200 

400 

300 

200 

PLUM,  on  Peach,  1 yr. 
2 to  3 ft.,  5/16  in.  $12  100,  $100  M. 


Abundance  300 

Red  June  75 

Shropshire  Damson  100 

Satsuma  275 


o 

GRAPE,  2 yr.  Well  Grown 


100 

1200  Concord  $ 5 

200  Catawba $ 7 

250  Moores  Early  $ 7 

1500  Niagara  $ 7 


1000 

50.00 

65.00 

90.00 

4-5  ft. 
9/16 


200 

5000 

150 

100 


1000 
$ 40 
$ 60 
$ 60 
$ 60 
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PEAR 


Early  Harvest  100  1000 

150  2-yr.  buds  9/16  in.  S20  $180 

150  2-yr.  biids  9/16  $20  $180 

Bartlett 

150  2-yr.  buds,  1/2  in.  $15  $120 

100  2-yr.  buds,  9/16  in $20  $180 

150  3-yr.  buds,  1/2  in - $15  $120 

Duchess 

100  2-yr.  buds,  1/2  in.  $15 

LeConte 

100  2-yr.  buds,  1/2  in.  $15 


o 

CHERRY,  2 yr.  Buds 


100  1000 

Early  Richmond 

400  1/2  in.  4 to  5ft $18  $150 

200  9/16  in.  4 to  5 ft $20  $180 

Montmorency 

200  % in - - $18  $150 


o 

SHADE  TREES 


Each  rates  in  lots  of 


Each 

10 

100 

Acer  dasycarpum.  Silver  Maple. 

500  6 to  8 ft 

.50 

.35 

250  8 to  10  ft.  1%  to  li/2  in.  

.60 

.50 

100  8 to  10  ft.  11/2  to  2 in  

.75 

.60 

50  10  to  12  ft.  1%  to  2 in.  

1.25 

1.00 

40  10  to  12  ft.  2 to  21/2  in.  - 

1.75 

1.50 

15  12  to  14  ft.  2 to  21/2  in.  

2.25 

1.75 

20  12  to  14  ft.  21/2  to  3 in 

3.00 

2.50 

Acer  saccharum. . Sugar  Maple 

500  8 to  10  ft.  114  to  11/2  in.  

1.75 

1.50 

1.25 

Gingko  biloba.  Maidenhair  Tree. 

40  6 to  8 ft 

1.50 

1.40 

40  8 to  10  ft.  11/2  to  2 in.  

1.75 

1.65 

35  10  to  12  ft.  2 to  21/2  in.  

2.25 

2.00 

35  12  to  14  ft.  2 to  21/2  in 

2.75 

2.50 

10  12  to  14  ft.  21/2  to  3 in 

3.25 

3.00 

Liriodendron  tulipifera.  Tulip  Tree. 

150  6 to  8 ft 

1.00 

.90 

.85 
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Platanus  americana.  Plane  Tree. 


300  6 to  8 ft.  

1.00 

.90 

.75 

100  8 to  10  ft . 

1.25 

1.00 

.90 

Populus  nigra  italica 

3000  6 to  8 ft.  ($200  per  M)  ....... 

.35 

.25 

900  8 to  10  ft.  ($300  per  M)  

60 

.50 

.40 

300  10  to  12  ft.  

85 

.75 

.65 

150  12  to  14  ft 

1.25 

1.00 

.90 

Quercus  coccinea.  Scarlet  Oak 

50  6 to  8 ft.  

1.50 

1.25 

50  8 to  10  ft.  li/2  to  2 in 

2.00 

1.75 

30  10  to  12  ft.  2 to  21/2  in 

2.50 

2.25 

Quercus  phellos.  Willow  Oak 

400  6 to  8 ft 

1.00 

.90 

.75 

300  8 to  10  ft.  11/4,  to  11/2  in 

1.50 

1.25 

1.00 

300  10  to  12  ft.  1%  to  2 in 

1.75 

1.50 

1.25 

25  10  to  12  ft.  2 to  21/2  in - 

2.00 

75  12  to  14  ft.  2 to  21/2  in 

2.25 

20  12  to  14  ft.  2V2  to  3 in.  

3.00 

Ulmus  americana.  American  Elm 


60 

6 

to 

8 

ft. 

1.00 

.85 

.65 

45 

8 

to 

10 

ft. 

V A to  lVo  in.  

1.25 

1.00 

.75 

65 

10 

to 

12 

ft. 

11/2  to  2 

in 

1.50 

1.25 

1.00 

110 

12 

to 

14 

ft. 

2 to  21/2 

in.  

2.50 

2.00 

1.50 

35 

12 

to 

14 

ft. 

21/2  to  3 

in.  

3.00 

2.50 

2.00 

15 

12 

to 

14 

ft. 

3 to  31/2 

in.  

3.50 

3.00 

2.50 

